The number of Plates In this volume Is XVIII. 


ERRATA. 

Page 50, line ^, afur Mr. Charles Hutton, infert F. R. S. 

136, line ^ifor feventh, r^^// eighth 

146, line 6 from the bottom, yZ'r unhealty, read unhealthy 

160, line 2, after Edward King, Efq. tnferi F. R. S, 

162, line Tifor Sage-tree r^W Sago-tree 

206, line i^ifor Wffs readvfQxe 

2^2^ line 12, 15, i\i for endofing a letter — condufldrs. read en" 
clofmg an Account of Mr. Wilson's Experiments" on 
the nature and ufe of Conductors, addreffed to his 

MAJESTY. 


ne 7 from the bottom, for maing, read maining 

ne i,y»r ccucluded, r^«<5^ concluded. 

ne I J for Abtra6t, read Ah^r&B. 

ne i\for Exrafl: read Extradi, 

ne 4, after George Lloyd, infert Efq. F. R. S. 


2^^ 

554,1 
567,1 

574,1 

§y^, I line 2tfor 1778, read 1777 

576,J 

577, Rain In February 18^ for 1.079, f^^dooyg 

187, July 21, for 1.194, reado.ig^ 

193, ■ ' Oftober iBtfor 0.992, read o.ogz 

198, . . n January /or 1,029, ^^^^ J'059 

.«-.— i- July,yjr 5.697, read 4.697 

--_ - - whole year, for 25.371, read 24.581 

815, line 5,yflr bing, read being 
867, line 13, ^f thefe r^ad their 


